Case 1:22-cv-00853-JPO Document 73 Filed 06/08/23 


Thursday June 8, 2023 


Nadire Atas 
411-11 Thorncliffe Park Dr 
Toronto, Ontario , Canada , 


M4H 1P3 


The Honorable J. Paul Oetken 

United States District Judge 

Daniel Patrick Moynihan United States Courthouse 
500 Pearl Street, Room 2101 


New York, New York 10007 


Case Number : 22-CV-00853-JPO , Court’s Order at (Dkt. No. 70.) 


Dear Judge Oetken: 
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1. 1am the Pro Se Plaintiff in Case Number : 22-C V-00853-JPO and a Canadian national 


residing in Ontario, Canada 


2. I write this letter pursuant to this Court’s Order at (Dkt. No. 70.) 


3. [have been ordered that no later than June 8, 2023, I must (1) provide a service address for 


Dr. Essig and (2) show good cause for my failure to provide the address. 
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3. The Defendant Dr. Essig can be served at the following address and I have also included his 


phone number as it appears on the internet : 


59 W 12th St # 1E, New York, NY 10011, United States 
Phone: +1 212-633-2725 


4. I had failed to provide the address of the Defendant Dr. Essig pursuant to this Court’s Order at 
(Dkt. No. 48.) within 7 days because I was extremely ill with my second infection with Covid 
that accelerated very quickly in January 2023. 

5. 1am not vaccinated . As stated above, this was my second infection and ina short period of 
four months . My Covid symptoms were debilitating and affected my daily functioning. 


6. The following were my symptoms 


1. Both Physical And Mental Fatigue And Poor Sleep Quality 

2. Overall Body Aches 

3. Headaches 

4. ILacked Energy And I Was Easily Exhausted 

5. My Thinking And Decision Making Was More Slow Than Usual. 
6. My Concentration Was Poor, 


7. I Had An Ongoing Cough, Sore Throat And Congestion 


Respectfully 


Nadire Atas ( Plaintiff) Case Number : 22-CV-00853-JPO) 
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